WHERE TUTANKHAMEN SLEPT HIS LAST SLEEP

Few events have added more to our knowledge of Ancient Egypt than the exploration of the Tomb
of Tutankhamen by Mr. Howard Carter and his co-discoverer, the late Earl of Carnarvon. Our
picture shows the fourth of the shrines, one within another, this being the actual place in which the
great ruler slept his last sleep. Just inside the open doors we see the arm of one of the goddesses,
put there as a protector of the dead. The doors were golden and the carving and decoration superb.